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SERVICE MANUAL 


CARRY COMPONENT SYSTEM 


BASIC TAPE TN-591SW-106(59/58/54) 
MECHANISM: TN-21ZSW-1288(54) 


This Service manual contains information about correction on Service manual of 
CA-WR59<HE/LH>CA-WR58<HE>CA-W54<HE/LH>(S/M Code No. 09-979-211-20T). 







MECHANICAL PARTS LIST 1/1 


TRUE 


ref.no paring, kanri description 

NO. 

13 S7-CA6-430-000 GEAR ADAPTOR DIAL DRUM 

18 S7-CA6-440-000 GEAR ADAPTOR TUNING 


FALSE 


ref.no paring, kanri description 

NO. 

13 S7-CA6-440-000 GEAR ADAPTOR TUNING 

18 S7-CA6-430-000 GEAR ADAPTOR DIAL DRUM 
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